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February 28, 1991 


VIA TELECOPIER 

Mr, John H. Bass 
Reddie & Grose 
16 Theobalds Road 
London WC1X 8PL 
England 

PM-1045 - Thermophilic Denitrification of Tobacco 
Japanese Patent Application 502906/82 
_Your ref: 25221_ 



Dear John: 

This is in response to your January 24, 1991 
letter enclosing an Official Action in the above-identified 
application. I have reviewed the action and enclosed a 
draft of remarks which may be useful in response to the 
Examiner's rejections. 

Should you wish to discuss these remarks in 
further detail, or if you require a hard copy by air 
courier, please telephone me at your earliest convenience. 

With best regards. 

Very truly yours, 


Margaret A. Pierri 

MAP:od 
Enel. 

cc: Ms. Beverly A. Monroe (via telecopier) 

(w/enc) 
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